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OOP 81-1474 
5 Bovember 1981 


MEMO RANDOM FORi Deputy Director for Administration 


FROMt 


Bruce T, Johnson 
Director of Data Processing 


Support to Of 

PERHOSP (Personnel Hospitalisation Insuranc^Syste^^Th^Off^e 

of Communications <OC> has process ingf^Opon completion, the 
Ames building to hive 11 dedicated Delta 

Office of Personnel Insurance Branch y 1 bul iaing. OC’s pro- 

Data terminals strategically During the interim, ODP 

jeeted c°®P le ^ i ? n , dat ®, 3 L temporarily install five Delta Data 
Engineering Division plans ^temporY to supP ort 

terminals by 7 Hovember at Ames building, 
conversion and system testing. | 


STAtr 


Support to Of 

The Office of Finance notif led J* *|j a * 
updated for the ^^ial^ive Pay^ncre for the pay 

iaum overtime rate, based on a GS 10/*, $ q .71 per hour for cer- 

period 23/81, and * a ® Ilonnll on ?7 0ctob^ to determine hoi 

,k ~ - »« rates - 


SAFE 

Following c *? la S®S! nt 0 2? u Lr e in C the e worthside Corapute^Center 

began** on^ 2 1 Kovembe r ° The° accept ® f a c i 1 i t y ™ we r e SETS Sl.^eSan 
^/S?A? Ind 3 Mr! a Rlce, T p/p ^°on 2 Kovember and to Mr. Fitswater, DDA, 
on 4 Kovember. 


Rxrents During the C oming Week 


On 10 »< 
scheduled t< 


the psychological Services Sub-GrSup Boer. 

ffe^wODF and members of the M2 Career auo 
-- Test Battery (PATB) «r. a Its poss ible 

j3 riowclonuient. I I blAI 


sroriaa. APPAicaiiA. — ■> . • - 

^ee placement and career development. 


/s/ Bruce T, Johnson 
Bruce T . Johnson 
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